To:  Chavez,  Luke[Chavez. Luke@epa.gov] 

From:  Sandoval,  Joni 

Sent:  Mon  8/10/2015  1:38:10  AM 

Subject:  Re:  Deployment  Guide 

I asked  Gina  to  review  tomorrow.  Thanks  and  was  thinking  David  wanted  a one  pager,  but  that's 
ok. 

Sent  from  my  iPhone 

On  Aug  9,  2015,  at  5:31  PM,  Chavez,  Luke  <Chavez.Luke@,epa.gov>  wrote: 


Hello!  Can  you  please  review  this  guide  Tina  and  Joe  put  together  when  you  get  a chance 
please. 


Thanks! 

L 


Luke  /),  Chavez 

Environmental  Engineer/Exercise  Coordinator,  MEP 
Emergency  Response  and  Preparedness 
US  EPA  Region  VIII  (EPR-ER) 

1595  Wynkoop  St. 

Denver,  CO  80202 
303.312,6512  (office) 

720,320,6250  (mobile) 
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